Brief comment text:

Ladies and Gentlemen.  As an Emergency Communicator who has worked on six major wildfires in Eastern Colorado and responded to severe storm activity, it is most important that the 60 meter band with its secondary access to its current five channels along with being able to use 100 Watts ERP is a critical option that must be maintained for us who are on the front lines of such disasters.  While I recently moved from Colorado to Alabama to live near my son and his family, we definitely have tornadoes here in Alabama.  60 meters is just as critical here as it was in Colorado.  Please keep the 60 meter band as it has stood from the beginning of its existence.  No changes please!   Sincerely, Bill KC0ET ARES
